This report is required by law (7 USC 21 43). Failure :o report according to the regulations can See reverse side for interagency Report Control No. 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 018U-UUA-AN 


‘ ' UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

88-R-0001 1037 

FORM APPROVED 

OMB NO. 0573-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

University & Community College System of NV 
2601 Enterprise Road 

Reno, NV 89512 (775) 784-4874 

3. REPORTING FACILITY {List all locations where animals were noused or used in actual research, testing, teaching, or expenmentation, or held tor these purposes. Attach additional 
sheets rf necessary.) 


FACILITY LOCATlONSf's/fes) 


See Attached Listing 


j REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used far such 
purposes. 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, cr 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use cf appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produdng pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

9 

100 

-0- 

-0- 

100 

5. Cats 

-0- 

-0- 

-0- 

-0- 

-0- 

S. Guinea Pigs 

30 

428 

32 

-0- 

460 

7. Hamsters 

-0- 

-0- 

-0- 

-0- 

-0- 

8. Rabbits 

24 

113 

15 

-0- 

128 

9. Non-Human Primates 

-0- 

-0- 

-0- 

-0- 

-0- 

to. Sheep 

-0- 

-0- 

253 

-0- 

253 

It. Pigs 

-0- 

-0- 

-0- 

-0- 

-0- 

12. Other Farm Animals 

-0- 

-0- 

-0- 

-0- 

-0- 







13. Other Animals 






Deer Mouse 

49 

49 

-0- 

-0- 

49 

Kangaroo Rat 

37 

822 

-0- 

-0- 

822 

Kangaroo Mouse 

-0- 

40 

-0- 

-0- 

40 

ASSURANCE STATEMENTS 


Professionally acceptable standards governing the care, treatment, and use of animals, induding appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or expenmentation were foltowed by this research facility. aJOV ^ >! 

_ ftsyw • ' 

Each principal investigator has considered alternatives to painful procedures. ’ 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (JACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care-and to-oversee the adequacy of other ' 
aspects of animat care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 At renrt M m n iof a /7 1 1 C f QaA+irtn 

t) 

DATE SIGNED 
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This report ts required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
018O-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

38-R-0001 


CUSTOMER NO. 
1037 


FORM APPROVED 
OMB NO. 05794X336 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA, 
include Zip Code) 

University & Community College System of NV 
2601 Enterprise Road 

Reno, NV 89512 (775) 784-4874 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach additional sheets if necessary or use this form.) 


A. 

Animals Covered 

8y The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C, Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, anafgesic, or 
tranquilizing drugs were 
used. 

£. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

0+ E) 


-0- 

21 

-0- 

-0- 

21 

Pocket Mouse 

-0- 

66 

-0- 

-0- 

66 

Jumping Mouse 

-0- 

2 

-0- 

-0- 

2 

Voles 

-0- 

1 

-0- 

-0- 

1 

Chipmunks 

-0- 

37 

-0- 

-0- ' 

37 











*■- 






- 

- 



































































ASSURANCE STATEMENTS 


Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report In 
addition to identifying the IACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4| The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is tnje, correct and complete (7 U.S.C. Section 2143) 
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All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


Attachment 1 

University and Community College System of Nevada 
2601 Enterprise Road, Reno, NV 89512 • 
Registered Research Facility No. 88-R-001; Cust. ID: 1037 

Names and Locations of Animal Use Sites 


University of Nevada, 
1664 N. Virginia St. 
Reno, Nevada 89557 

Contact Person: 


Reno 


[County: Washoe] 



Site : 
Status : 


001 Central Animal Facility 

Active Nellor Biomedical Sciences Building 

[Previously known as DMedical School 
Facilities ) 


Site : 
Status : 


002 Biology Facility 

Active 


Site : 
Status : 


003 

Deleted 


Site : 
Status : 


004 Nevada Agricultural Experiment 

Active Station 


Site : 
Status : 


005 

Deleted 


University of Nevada, Las Vegas 
4505 Maryland Parkway 

Las Vegas, Nevada 89154 [County: Clark] 


Contact Person: 


Alternate Contact: 


Site : 
Status : 



001 Central Animal Facility 

Active White Life Sciences Building 


Site : 
Status : 


002 Museum of Natural History 

Inactive 



P re 
b Is 



NdV L 0 tili! j LJ 





All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 



The institutions listed below are components of the University and 
Community College System of Nevada and are included in the systemDs 
registration; however, there currently are no research or teaching 
activities at these institutions involving animals covered by the 
Animal Welfare Act and its implementing regulations . The contact 
person for all of these institutions is 
Director, Laboratory Animal Medicine for the System 



Community College of Southern Nevada 
3200 E. Cheyenne Avenue 

Las Vegas, Nevada 89030 [County: Clark] 


(campuses also in North Las Vegas 

and Henderson) (County: Clark] 

Great Basin College 
1500 College Parkway 

Elko, Nevada [County: Elko] 

Truckee Meadows Community College 
7000 Dandini Blvd. 

Reno, Nevada 89513 (County: Washoe] 


Western Nevada Community College 
2201 W. Nye Lane 

Carson City, Nevada 89703 [County: Carson City] 


(campuses also in Fallon, Hawthorne, and Yerington, Nevada 
[Counties: Churchill, Mineral, and Lyon, respectively]) 


Desert Resear 

■ch Institute 




7010 Dandini 

Blvd . 




Reno, Nevada 

89512 

[County: 

Washoe ] 

(campus also 

in Las Vegas 

[County : 

Clark] ) 



Attachment 2 


University and Community College System of Nevada 
2601 Enterprise Road, Reno, NV 89512 
Registered Research Facility No. 88-R-001; Cust. ID: 1037 

Summary of Exceptions to the Regulations and Standard 

None requested and none approved during the reporting year, i.e., 
FY01 . 
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f UNITED STATES DEPARTMENT OF AGRICULTURE 

J animal and PLANT HEALTH INSPECTION SERVtC£ 

S. REGISTRATION NO. ,, 

ooc?3 

FORM APPROVED , 

CM 8 MG. C 57&-0035 G?/ 7 $ 

/ 

/ 

/ ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE or PRINT) 

2 . HEADQUARTERS Res^AftCN FACILITY (Name met Address, os registered with USDA 
inetude Zip Code) i / / ♦ / 

\/VtA £> 1 C^Py\_^ , 

(X4&S ^ rAAr?AL 

t f~ojo, NV t^i^o 

3 . ft£ PORTING FACILITY (List ol( location* where animal* wer* housed or uc#d to aciual ro* 
She»;t* '1 necessary ) 

ioich, fihiftiiQ. teaching, or <xpenmcmat»on, or held for these purposes, Attach audiuonat 

FACILJTV LOCATIONS /SitCi> 



N /A 


REPORT OF ANJMACS USED SY OR UNO£ft CONTROL OP RESEARCH fACIlfTY (Atiocn ai/rt/ifipn*/ sheets i / nectfSSery or c j&e FPfifS FORM 7023 *k) 


Animats Covered 
3 y Th* Animal 
welter* Regulations 


S. Numotr af 
animate being 
bred, 

COAcJiTioned. Or 
ft* fc5 for us* in 
teaching. testing, 
dxpe/i men/s. 
rase^Ct',, Or 
Surgery Out not 
y*e used tor such 
purposes. 


C Wumoer of 
animate upon 
which teaching, 
rehear ch, 

experiments, pr 
tests w**fe 
conducted 
nivoivmg no 
pain. distress, or 
use of pem- 
reiieving drugs. 


0. Mumper of iwuirtjls upon 
which experiments, 
reaching, research, 
surgery, or tests ~*r* 
conducted involving 
accompanying pa*n o< 
distress ro (he animate 
and for which appropriate 
ane&fheirc, unalQexic, or 
f ran quiii ring drugs were 
used. 


Nu»npe« of animals upon wn.ch reaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
fo [he animals and tor which the use Of appropriate 
anesthetic, analgesic, or rraiiquiJ«?ing drugs would 
have adversely affected the procedures, result s. or 
mt*rpretoi*on of the teaching, research, 
rxpenments, surgery, or tests. (An *xp/ar>6/ror> o( 
■‘he procedures producing pein <y distress in these 
animats and the reasons sue A drugs were not us oa 
must O? attached to toil report). 


total NO. 
OF ANIMALS 


(Cols. C - 
O - S) 



! ) Professionally acccpraOle s(and*>rds governing the CU*e. Ireatmenl, uiwj use of animal*. including approbate use of 
anc -’Oltowmg actual tesearch. teaching, testing. Surgery, o r (expertmeofanoo w*** loUow«;<j oy this research facility 

2). each principal investigator r\a* considered alternative* 10 painful procedures. 


>H iS tacitrty ir. adhering ;o the stondards ami rpg»«ta<»0ns \uul*t the Ac i, and ;t nos requited mat exceptions lo (he/stewiardr. Cjp^ eti and explained by me 

. eduifion (o identifying m* tAC’JC-iippn wed exception;;, thn» suinmary includes o brict exptanaaon ot [he exceptions, oJ well us the Species *><Ki nurnocr uf bmiTiTT!:; at reeled 

r>>e attending veterinarian (or (hit; roseo/Oh facility has appropriate ymhomy ip ensure the provision ot adequate v*tc<u«a/y core and to oversee the adequacy o i athci aspect* ot 
animat care aiKj uuu. 


CERTIFICATION BY HEADQUARTER RESEARCH facility OKKXClAI. 
(Chief Executive Officer or Legally Responsible Institutional Official) 

1 certify that the above is »ru«, correct, and complete f7 U S.C Section 2f<*3). 


StAisinTt/Pe Of C E O OR INSTITUTIONAL OfP tClAL 


T 


NAME & TITLE OF C.E.O. Oft INSTITUTIONAL OFFICIAL fTyue* Of ?rmii 


Al 


date signed 


//'&<£>/ 


(AULs yf) 




PART 1 - HEADQUARTERS 



i d : ta i tr K.U ri - uauH Mx-nio w xl o a .c. xc is r^v- 

r<r<tiii to an nnsirr lo cease and ucuiuf u»uJ (o be subftrcl (o C*f»aMtu5 piiivnJe*‘ •«* '" •""■ cnyM ' : 1 yy 


UNITED STATES OE^AftTMENT Of AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


i. REGISTRATION NO. 

£g- K - g^D3 


FORM APPROVED 
0M8 NO. 0579-0036 


2. HEADOUAKTStS RESEARCH FACILITY (Name and Add! nil, as reinstated wtVr CISOA 
include Zip Code) . 

\Z^J-CS~K^r^ l ^o^ert,d 
^L4 "XS ’ Ozzy~\aJL rv£^At> r^L/CPT^-ddL 

Louo fj U M (~UJ 


REPORT OF ANIMALS USED BY 08 UNDER CONTROL OF RESEARCH FACILITY (Attach acfidKooef sheets ef nccoszary or use (hit form.) 



C NurA&ar 0/ 
animate upon 
which leaching, 
(CSCAXCh. 

experiments, or 
Jests w*rc 
conducted 
involving rx> 
Dirt, distress. or 
use ot pain- 
ZQit^vinQ tJ/UQtL 


Number oi animate upon 
which experiments, 
reaching, research, 
surgery, Of (ttetS were 
conducted involving 
accompanying pain or 
distress lo the animate 
and lor wfuch appropriate 
anesthetic. analgesic, or 
tronquilteriq Chugs 
used. 


Numbe* of animate upon w men twefwng, 
experiments, rtseo/ch, surjjery o r tests were 
conducted involving accompanying pain or distress 
to ihc animals and tor which ;he use ot appropriate 
anesthetic. analgesic, or tranquiliiing drugs wouki 
nave adversely attecied (he procedures, results, or 
interpretation ot the teaching, research, 
experiments. Surgery, or tests. (An exp/enettpn o( 
(he procedures producing pain or d /stress in those 
animals and the reasons s> /ch drug? wv»re not used 
must Pc attached to (hit report). 


TOTAL NO. 
Of ANIMALS 


(Cols.. C < 
0 - £) 



:) Professionally acceptable standards governing the care, treatment, sr*t use ot animals, including appronate use ot &nest*euc. analgesic, and tranquitLnog drugs, prior 10, 0u«">g. 
and following aciuat research, teaching, testing. Surgery, or experimentation were loltowed by this research (acuity. 

2) . each principal «nvesnga**<x has considered a I ter natives, to paintul procedures. 

3) . This facility is adhering to (he standards and <egulations under the Act, and ii has required (bat exceptions to the standards and regulations oo specified and explained by the 

principal investigator and approved by the Institutional Ammai Care and Use C0«A»h*lter flACUCl. A summary o* such exceptions is attached ta this annual report, hi 
audition to identifying (he lACUC-approv*d exceptions, (his Summary includes a bricl explanation of the exceptions, as well as the species and number 01 ammote affected 

a). The attending veterinarian tor this research facility has appropriate authority to ensure the provision ol adequate veterinary care and (o oversee (be adequacy of other aspecis of 
animal care and use. 


CERTIFICATION by HEaDQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer ot Legally Responsible Institutional Official) 

J certify (bat the above is true, correct, and complete (? U-S~ C. Section 2tx3>. 


i signature of c.eo. or iNSTm/noNAi of fiCiajl 


MAMfe $. TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print} 


DATS SIGNED 




(AUtt St } 
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